To:  Matheson,  Thomas[matheson. thomas@epa.gov];  EOC_Manager, [EOC_Manager@epa.gov]; 

R10WatchDesk[R1  OWatchDesk@epa.gov];  R2  RRC[R2_RRC@epa.gov]; 

R4DutyOSC[R4DutyOSC@epa.gov];  R5EOC[R5EOC@epa.gov];  R6  RRC[R6_RRC@epa.gov];  R7 
REOC[R7_REOC@epa.gov];  R8  RRC[R08_RRC@epa.gov];  R9_RRC[R9_RRC@epa.gov];  RRC, 

R1  [Rrc.R1@epa.gov];  Borries,  Samuel[borries. samuel@epa.gov];  Buchholz, 

Ken[Buchholz. Kenneth@epa.gov];  Crossland,  Ronnie[Crossland. Ronnie@epa.gov];  El-Zein,  Jason[el- 
zein.jason@epa.gov];  Field,  Chris[Field. Chris@epa.gov];  Gross,  Barbara[Gross. Barbara@epa.gov]; 
Meer,  Daniel[Meer.Daniel@epa.gov];  Moon,  Wally[Moon.Wally@epa.gov];  Mosher, 
Eric[Mosher.Eric@epa.gov];  Ostrander,  David[Ostrander.David@epa.gov];  Rotola, 

Joe[Rotola. Joe@epa.gov];  Tucker,  Carol[tucker.carol@epa.gov];  Webster, 
James[Webster.James@epa.gov];  Williams,  Laura[williams. Iaura@epa.gov];  Cristiano, 

Gina[Cristiano. Gina@epa.gov];  R3  RRC[R3_RRC@epa.gov];  Gross,  Bonnie[Gross.bonnie@epa.gov]; 
Santiago,  Cindy[Santiago. Cindy@epa.gov];  EOC  ORD[EOC_ORD@epa.gov] 

Cc:  Calanog,  Steve[Calanog. Steve@epa.gov];  Williams,  Laura[williams. Iaura@epa.gov];  Foster, 

Althea[Foster. Althea@epa.gov];  Snyder,  Robert[snyder.robert@epa.gov] 

From:  Terada,  Calvin 

Sent:  Mon  9/21/2015  4:50:21  AM 

Subject:  RE:  REQUEST  for:  an  OPS  Branch  Director  - Private  wells/ponds/sediment  to  deploy 

September  25,  2015  to  Gold  King  Mine  Release  ICP  O-GKM-147 


RIO  does  not  have  any  OSCs  that  can  fill  the  OPS  Branch  Director  position  at  this  time. 


Calvin 


Calvin  J,  Terada,  Manager 

Emergency  Response  Unit 

Emergency  Management  Program 

Office  of  Environmental  Cleanup 

U.S.  Environmental  Protection  Agency  - Region  10 

1200  Sixth  Avenue,  Suite  900  (ECL-133) 

Seattle,  WA  98101 
(O)  (206)  553-4141 
(F) (206) 553-0175 
(C)  (206)  790-7806 
EPA  Spill  Line  (206)  553-1263 
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National  Response  Center  (800)  424-8802 


From:  Matheson,  Thomas 

Sent:  Thursday,  September  17,  2015  6:57  PM 

To:  EOC  Manager,;  R 1 OWatchDesk;  R2  RRC;  R4DutyOSC;  R5EOC;  R6  RRC;  R7  REOC;  R8 
RRC;  R9RRC;  RRC,  R 1 ; Borries,  Samuel;  Buchholz,  Ken;  Crossland,  Ronnie;  El-Zein,  Jason; 
Field,  Chris;  Gross,  Barbara;  Meer,  Daniel;  Moon,  Wally;  Mosher,  Eric;  Ostrander,  David; 
Rotola,  Joe;  Terada,  Calvin;  Tucker,  Carol;  Webster,  James;  Williams,  Laura;  Cristiano,  Gina; 
R3  RRC;  Gross,  Bonnie;  Santiago,  Cindy;  EOC  ORD 
Cc:  Calanog,  Steve;  Williams,  Laura;  Foster,  Althea;  Snyder,  Robert 
Subject:  REQUEST  for:  an  OPS  Branch  Director  - Private  wells/ponds/sediment  to  deploy 
September  25,  2015  to  Gold  King  Mine  Release  ICP  O-GKM- 147 


Order  #0-GKM-147 


This  is  a request  for  an  OPS  Branch  Director  (Private  wells/ponds/sediment)  to  deploy 
to  the  Gold  King  Mine  ICP.  The  OPS  Branch  Director  will  need  to  check-in  at  the 
Durango  ICP  at  0700  on  Friday,  September  25,  2015.  This  is  a two  week  deployment 
ending  Friday,  October  9,  2015. 


Please  respond  in  the  negative  or  with  a name  and  their  availability  by  COB  Monday, 
September  21, 2015. 


Thanks  in  advance  for  your  consideration, 


Thank  you, 
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Thomas  Matheson 


Logistics  Section  Chief 

Gold  King  Mine  Release  Incident 

Tele:  (312)859-6389 

Fax:  (312)  697-2511 

Email:  matheson.thomas@epa.gov 
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